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PREZ CONFIDENT PROJECTS WILL BE CONTINUED 


President John Dramani Mahama has expressed confidence in Nana Addo Dankwa Akufo-Addo to continue with ongoing projects in the country when the President-elect assumes office. 


"The 1992 Constitution of Ghana enjoins an incoming administration to continue the projects commenced under the previous administration and I am confident that President Akufo-Addo will 
continue with the projects that are ongoing or have begun under my administration," Mr Mahama said at the joint sod-cutting ceremony for five district hospitals at Weta in the Ketu North District in the 
Volta Region last Saturday. 


The hospitals will be located at Weta, Somanya, Buipe, Tolon and Sawla. 


Under the package, a polyclinic is also being constructed at Bamboi. 


Each of the hospitals will, on completion, have 60 beds, medical, surgical and paediatric units and maternity wards. 


They will also have staff accommodation, accident and emergency centres, surgical suites for all kinds of operations, obstetrics and gynaecology departments, public health departments, medical 
support services, including pharmacy, physiotherapy and administrative blocks. 


Financing 

President Mahama said Parliament had approved the financing for the hospital projects and the contractors were now ready to begin work. 


"The chiefs and people of Weta and surrounding areas in the Ketu North District can now begin a countdown towards an ultra-modern medical facility to serve the people of this area," he said. 


He said the Weta hospital was expected to be completed in 24 months. 


The contractors, on completion, would provide technical assistance and two-year comprehensive maintenance services, President Mahama said. 


He said overthe last few years, the government had come up with interventions to improve the health of the people, adding that an additional 6,000 beds had been added to hospitals' stock. 


Infrastructure is key 

"The development of infrastructure is key to this nation and I am certain that my successor, President Akufo-Addo, will continue the steps that we have begun towards bridging the infrastructure gap, 
especially in the health sector," he said. 


He said the Cabinet had given approval for the upgrading of the Volta Regional Hospital into a teaching hospital. 


"I am hopeful this upgrading of the Volta Regional Hospital is one of the projects that President Akufo-Addo will have the privilege of continuing," he added. 


He indicated that the projects were based on the government's objective of providing every district with a modern hospital. 


He expressed his gratitude to the people of the Volta Region for the love and support given him as President. 
Source: www.graphic.com.gh 
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Black Stars Coach, Avram Grant has named a 26-man provisional squad to represent Ghana at the 2017 African Cup of Nations (AFCON) in Gabon, which commences on January 14, 2017. 
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President John Dramani Mahama has expressed confidence in Nana Addo Dankwa Akufo-Addo to continue with ongoing projects in the country when the President-elect assumes office. 
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PREZ MAHAMA SWEARS IN NEW AUDITOR-GENERAL 

President John Dramani Mahama has spoken highly about the new Auditor-General and assured him that the government will co-operate with him to discharge his duties effectively. 
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GENDER MINISTRY ADJUDGED BEST PUBLIC INSTITUTION 

Ministry of Gender, Children and Social Protection (MoGCSP) has been adjudged the most accessible and transparent public sector among all public institutions in the country. 
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GOD'S FAVOUR SHALL CONTINUE TO BE WITH US-PRESIDENT MAHAMA 

President John Dramani Mahama has extended warm wishes to all Ghanaians on this year’s Christmas Day, urging Ghanaians “to reflect on the birth and life of Jesus Christ as we countour 
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THIS IS A SEASON FOR RENEWED HOPE -PRESIDENT-ELECT 

Nana Addo Dankwa Akufo-Addo, President-elect, has said this Christmas season is a period for renewed hope and a time to remember our neighbours in need. 
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